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INSTRUCTIONS FOR ORDERING . PARTS COMPLETE 


FOR 


No. 91K5 MACHINE 


Has Direct Gear Driven Looper Mechanism and Adjustable Top Feed, 


In ordering from (his List, the prefix and affix letters with the part number 
MUST BE quoted exactly as they are shown in the first colin, 


Anumber always indicates the same part in whatever List tf may appear, or for 
whatever machine, 


The prefix SS indicates Screws made only at Singer, Closed Post, §,” diam., makes a Double Chain Stitch (Piqué), 
4 un NN " Nuts made only at Singer. for Glove Work. 
" " RR " Rollers and Studs made only at Singer. 
Nev {hate 
The affix letters (where shown) indicate the style of finish, as follows : 29585] Arm ee 
A. Hardened, Polished, Nickel Plated ancl Butted, {BRO lie ai ia Dowel Pin (2) : S 
B. Polished, Nickel Plated and Bufted,. qoute : ‘ O 
QAR5S oe OE Vardac 
GG. Wardened only. nee MASE Gerear (8h pe 
D. Polished onty. [8c 356 ow Serew (1) 3 
BE. Soft, not Polished. ne “= . isc ; oO 
FP. Plardened anct Polished. i Q5s85? 1437 Arm Shaft (horizontal)... hae me 
HH. Blued. : Q585B LABS 0 int “Uf " ) Brush (front) \ GB 
J. Nickel Plated ouly, : H1Be 1B56 ii i ( ‘i you € 9 ) Set Ser&y = 
e Ola Stl ag Nickel Plated, YSOR0 1138 " | " yoo (rear) -€ 
a grass Plated. : 5 256 " 4 u Set Serew 
M. Oxidized. {Sc 1356 { ) ( ) oo = 
N. Japanned, Dull M585 1138 “ ‘eA 4 ) Gear aS 1250 a 
P. Japanned, Bright, {25M PRB56 ( 4 Yoo Set Serew ae) 
- aa = WANDS 1137 , (upright) > 
Te. Copper Plated, ai ‘ e ith 197 © 
T.A. Hardened, Polished, Copper and Nickel Plated and Butted, aroetht TASS 7 _ pes : te a 
T.B. Copper and Nickel Plated and Polished, NHN Vie 2 ” eh ge I . ee 
Tod. Copper and Nickel Plated only. [BOSE B57 i a { " ft - ' no Vinge Sere = 
ae Hardened, ee ie aa Plated. ie 13se ‘i i ( woo} ow Set Screw hee 
T.L. Copper and Brass Plated. uae , Ce vith two [2406 = 
T.M. Copper Plated and Oxidized ana 1s ‘ ee ee ee ee “oO 
VU. Zine Plated, P2506 1356 “ oof ow Yo Set Serew ae 
V. Silver Plated, 1137 A Side C 
W. Polished and Nickel Plated. 8300 37 Arm Side Gover uss 
Y. 0 Black Nickel Plated only, ; PRil 1356 mn N u Vhunmb Screw 
7. Chromium Ba ss gaa Fe ‘A : 2005 Liga «Spool Pin 
Z.B. Polished, Nickel Plated, Buffed and Chromium Plater ‘ Aes . Fi 
: ‘ : : , WN: 30 " ' » Bushing 
Z.3. Nickel and Chromium Plated. WA85T LS : ushing 
; ‘ Y5850 Balance Wheel (2% diam.) with (#66 and P285e 
NS ACES O50B3 E87 fi no (2M HI Be PSE 
} to 1500 and 50001 to 51500 are Screw Numbers, O503 | ii i" en eT en or 
1501 1800 are Nut Numbers. : Oe fp uanie . : 
: hal . va ' B33 re supplled wath this Machtive 
I8O0} » 2000 are Roller Numbers, NOTE. Palais : aie ce eed : ee bait th thi edi tan 
2001 4 50000 are Numbers of Machine Parts, ete. HUES, QUICTIOISE Spec nj ; 


80001  EOQO000 are Numbers of Machine Parts, ete. 
12000] 4 190000 are Numbers of Machine Parts, ete. 


, made only at Singer, 


95015 1443 Balance Wheel [landle (Wood) 


190001 » 200000 are Numbers of Electrical Parts. SSAA 1356 ” " : bial Spindle 
70000] and upwards are Numbers of Electrical Parts. PPS5e PBS6 1 4 Position Screw 
$ {fic B56 " ” Set Screw... 


Parts marked with an asterisk (*) are furnished only when the repairs arc 
made at Factory. *OAN6 Bed 


No, 
95947 
190d 
95862 
95863 
SS6AL 
82462 
1823 


NH865 


1375e 


Q5866 
1819 


NH948 


95867 
NHRGO 
OTR 
19054 
647d 
95870 
SSBB 
184¢ 


G5967 


95968 


OH9B9 
Q587T7 
91822 
80036 


Qh970 


95950 
SSA4¢ 
158e 

91824 


N5ABH 
648¢ 


66c 


Plate 
1437 
1356 
1439 
1441 
1356 
1443 
1357 


1438 


1357 


1443 


1357 


1443 
14-41 
1356 
1442 
1356 
1439 
1356 
1356 


1440 


1440 
1439 
1439 
1439 


1439 
1356 
1356 


1439 


1137 
1356 


13h? 


PARES FOR No. 9IKS MACTIINE, 


No, 

Face Plate 95871 
u 1 Serew (3) NI8T3 
" " wu Stud ie aah = 11 t&¢ 

“ wv Thread Nipper Bracket with 1823 Y58T2 
" " " " " Screw SStbic 

u " n 7 " " Washer NH95 1 

” ” " n Roller ON 
ON5958 
Feed Gam with 1375c Ids 
" uw Set Screw 2330 


2 2 *O5919 
Feed Lever with 1819 


Y5920 
" " Koller Maaeasing 
*OQ5O36 
Feed Lifting Mechanism, complete, Nos. 440f, 15216, 1700c, 95937 
1830, 95895, 95959 and 95960 
95963 
Feed Regulator with 95870 O596 1 
u " Slide Block 
" " " " Hinge Serew 
“ " Spring Washer 
" " " " Screw 
" " Stud 95971 
«Regulating Thrmb Screw S294 
" " Stop Screw 28009 
{Re 
SSH35 
Looper ... ab wai sat 
" 95967 with M871... O5072 
Looper Column with 80036 * 
; aj QAOT: 
" “ Hinged Needle Mate ia 
,; : OARS | 
u " " " oe Phlinge Pin 
Eee wat on TA 
" " Vhread Guide Pin... 
P3806 
N5RRH 
Looper Golunin, complete, Nos. Pi48e, 91822. 95872, AST3. 17 
95877, 95950, OSOST, 95968 and 45969 O5886 
SSS83¢ 
Looper Frame das wis 95965 
u " Binding Screw (long) (2) 208¢ 
" M i un (Short) (2) 
Q50T7T 


" " 


Pin (2) 
N597 4 
95974 
Looper Pitman ... 45976 


Hinge Screw (for (5932) 


" F 337d 
7 r no (a M5952) hoor 


PARES FOR No, Q1K5 MACHINE. 23 
Plate 
1139 Looper Spindle ... 
1439 " v Bush oe 
1356 " u n Set Serew 
bt39 4 " Collar with SS4d7e 
1356 0 n wo Set Screw 
142 " " Pinion with two 238¢ 
1412 mn " " Scement Gear es 
T1142 " n " " ao Stud ... iss 
E356 4 ” " " a" nun Set Serew 
1356 v " n Set Serew 
Looper Thread Spool Holder Plate 
1441 n " " " wv Hinge Pin 
a " " Pin ny . 
je) 
1437 Looper Thread Spool Holder, complete, Nos. 95019 and 95936 
< 
1448 Looper Thread Spool Holder Frame, for machine without Base 


® 
Looper Thread Spool Holder and Fragpes-complete, Nos 
95920, 95937, 95963 and two Wood Screws No. 7 
NOTE. No. U596L 1s supplied when Alachine is ordoped 
less Base No. 9597, and is charged extra. 


© 
: QO 
Machine Base whe er 
ra 
143 " wo Winge Connection . O 
1443 i. 7 7 1 Hinge Pin... & 
B56 1 “" " " Set Screw 5 
1357 tt a Phomb Serew — 
®O 
Machine Base, complete, Nos. SS534d, 95937,29597 |, two each 
153c, 2809 and 8294 = 
fe) ‘ 
}442 Needie Bar uk 
1443 " w Connecting Link with 74k 
1356 7 " " no Adjusting Screw 
357 " mn h " Hinge Serew v.. 
es) " " “ Stud with 175« 
1356 “ " 4 uw Chainping Screw 
$10 " ne ‘Thread Nipper 
1356 " " " u Hinge Serow 
1442 ” H u 1" Spring... 


1356 " " " “4 " Binding Screw 


Needle Bar and Clamp, complete, Nos. 837d and 05978 to Wao7h 


Tht " Clamp with 552r 

Lio N " Gib 

1140 e " Thread Guide 

1357 v ” " n Screw... 
P3856 n Think Screw 


24 PARTS FOR No, G1IN5 MACHINE, a PARES FOR Noo SERS MACTIENT: 24 


No, Plate i Na hate 
91840 1439 Needle Plate Latch with 286d wie sd ies di ! N5913 140 Seam Guide ; 
SSO 1356 " tt ‘i Hinge Screw... An _ a : 64d 1356 " “ Hhinge Screw... 6 
286d 1356 ft " un Thumb Screw as baie exe : 91868 1439 r 7 i » Spring Washer 
td 1346 ” ” Stop Screw 
95978 1442 Presser Bar ae : ‘ : 
QhO5T ta a n Bushing oe . NOTE. Seam Guide No @5973 is only supplied with this machine when 
95948 1443 “ eo Gide Bracket with SS2O2c specited on order and at ans vires hharge, 
SS202c¢ 1356 " " "4 in Adjusting Screw 2102 itt Tension Disc 
SSH29¢ 1357 r a" z n Set Screw Saad, i Gina 
{ee T3468 " Serew Stud 
95979 1440 Presser Bar Lifter : 8238 1 " Spring os nee 
I8te 1356 " tt iW Hinge Serew T5600 E357 " " Regubkuing Phumb Nut 
M5059 442 " » TLaifting Cam Lever with 750 
H40f 1357 " n i: ‘i » Adjusting Serew 95014 Tension, complete, Nos. di8e, Li60d, 8238 awl two 2102 
L700 1357 " 4 " " " " " Lock Nut fe 
W75e 1356 " " ti 7 Binding Screw GH9TS 11439 "Tension Thread Guide Bs) 
18300 1357 i ok wow Roller and Stud - tie ase ‘i oe S 
152Qle 1357 4 0 m i" " won Lack Nut 
95960 hyde 7 7 7 Lever i 2 _ . P gAgqgr 1442 Thread Guide od 
DROS 1439 " " " y Hinge Pin _ a _ 207d 1356 " " Screw 42 
4600 1357 " " " " a Set Serew (2) S 
95806 " ii ‘i » Slide Block OTR79 Peel Thread ‘Fake-down = 
SSP 1356 ii " Hinge Serew & 
95980 1440 Presser Bar Pendulum Bracket me seh ‘ H5O17 TAA " " Spring _ 
95081 1440 " " " " Feed Lever Stud... aa Q18XI itt " i Stop Pin o 
a5982 AAR i F f ' ' a Yoke ie W75d V3H6 " " noon Seren = 
1655 1357 u “ " " " " " wo Nut... s 
95087 L440 7 ‘i " iF 7 7 i; , uf ltt Thread Vake-up Spring... = 
Washer 14d H ' 4 Regulator 2 
A59B8 1439 i i ‘ i Hinge Strid 1356 " " " " Set Serkiv 
13960 1857 " " " " “ oe Clampmg  Serew 5 
ie ' 
959R3 1H40 Presser Bar Spring 
95893 1439 " " " Garide Wire... oan 
SSA99d 1357 " ” " Repgidlating Phin Serew . 
Q5088 Presser Foot (angle cut tecth) 
SS5Of 1878 " » Adjusting Screw “ah o 
95990 1878 " u " uw Prtetion Spring 
NNO4C 1878 u " 0 i" Nut 
159f 1878 " no Serew 
95989 -- t un Side 


95991 1878 Presser Foot (adjustable), complete, Nos. NNQte, SSSOTL T1598 
and 95988 to 95990 


= 


95ORH 1440 Presser Foot (serrated tecth) 
208f 1347 " uw Screw 


NOTE. No. 95985 ts sent with this machine unless otherwise spectned on order, 
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No. 


46X11 
30569 
25537 


86405 


Plate 


1355 
1356 


1355 


Accessories 


Instruction Book we 
Needles (two each sizes 7, 8 and ) 
Oiler 

Screw Driver 


‘Tweezers 


Wood Screws 1} % 4” (2) 


~1 


Numerical List of Parts 


Nin 
SSOd 
SS21d 
SS tle 
6 tcl 
SSO5E 
ithe 
SSS83« 
VN 
[380 
LX 


V75«¢ 


V75c 


175d 
177 
1S kk 
ISte 
std 
1G0d 
SS2026 


2034 
207d 


PORC 


2334 
286d 
2S6d 
337d 
SSROR¢ 
tk 
4404 


143e 
1 $hic 


SS HVT 
1s 
153c 


Vhate 

PAG 
1356 
1356 
1356 
P356 
357 
1356 
878 
1356 
1356 
1356 


1356 


356 
1356 
1356 
1356 
156 
1356 
1356 


1357 
1356 
1356 


1356 
1356 
1356 
L357 


1356 


Needle Plate fateh Hinge Screw 

Thread Vake-down Hinge Screw 

Looper Frame Binding Serew (long) 

Seam Guide Hinge Serew aad 

Face Plate Vhread Nipper Bracket Screw 

Looper Pittman Plinge Serew for 945952 

Needle Bar Vhread Nipper Plinge Screw 

Presser Foot Adjusting Screw Nut far 9500] 

Vrain Sere Ae an O 

Looper Frame Binding Screw (short) 2 . 

Needle Bar Connecting Stud i baer Screw 
for Qa885 at ai eral a8 

Presser Bar Lifting Cam Lever inglins Serew 
for MAQAY aS 


sate) 


Thread Vake-down Stop Pin Serew 
Arm Shaft (upright) Cam Set Screw 


al 


for O5934 


OX 


Peed Regulating Stop Screw 


Presser Bar Lifter Tlinge Serew 0 

Seam Guide Stop Screw ie 

3 : O 

Face Plate Screw 2 4 

Presser Bar Guide Bracket Adjust Screw 
for M5958 sae 

Presser Foot Serew ee 

Thread Guide Screw : ro) : 


Needle Bar “Vhread) Nipper Springh Binding 
Serew ; ae Sets es 
Looper Spindle Pinion Set Serew for NH5O51 
Arm Side Cover Thiunb Screw ‘ ae 
Needle Plate Latch Vhuml Serew for GEst0 
Needle Clamp Thread Guide Screw for QIOTT 
Feed Regulating Thumb Screw 
‘Vension Screw Stud for 9590.4 ve 
Presser Bar Lifting Cam Lever Adjusting 
Screw for 95048 eek desig 
Arm Shaft (horizontal) Bush (Gront) Set Screw 
Balance Wheel Set Serew for 94859, 95933 
and 95034 ie aa 
Looper Spindic Collar set Serew for Q5872 
Arm Shaft (horizontal) Bush (rear) Set Screw 
Machine Base Hinge Connection Set Screw 


for Q5472 


28 


No. 
453¢ 


160c. 


4606 
SS470d 
SS 490d 
SSBOTE 
SSH29¢ 
SS53hd 

HHQr 

OL cl 

HARE 


TMA 


Q7&c 
T}A8e 
[148¢ 


L)S9f 
1259¢ 


1250 


128he 
1330¢ 
I375e 
PO5F 
13O6c 
1521¢ 
1560d 
1655c. 
1700¢ 
S19 
1823 
T8380 
2007 
2102 


2809 


£389 
8238 


Plate 
1356 


1357 


1357 
1356 
1857 
1878 
1357 
1357 
1356 
1356 
1356 
1356 


1356 
1356 
1356 


I878 
1356 


1356 
1356 


1357 


1357 


NUMERICAE. LIST Ol PALES 


Thread Pate-up Spring Regulator Set Serew 

Presser Bar Lilfing Lever Vinge Vin Set 
Screw oe sa 

Tension Thread Guide Set Serew 

Balance Wheel Handle Screw Spindle 

Presser Bar Spring Regulating Phumb Serey 

Presser Foot Adjusting Serew for 95904 

Presser Bar Guide Bracket Set Screw 

Machine Base Thumb Serew for 95972 

Needle Clamp Thumb Serew for 9597 | 

Feed Regulator Spring Washer Serew 

Looper Pitman Hinge Screw for 45932 

Needle Bar Connecting Link Adjusting Sor 
for 5884 “se aie 

Feed Regulator Slide Dock Thinge  Serew 

Looper Spindle Bush Set Screw for 95970 

Looper Spindle Pinion Scement Gear Ste 4 
Set Screw a3 

Presser Foot Screw for 95991 ane 

Arm Shaft) (horizontal) Gear Set) Screw fet 
Y5854 vie are Be : 

Arm Shaft (upright) Gear Set Screw lar 95854 

Balance Wheel Position Screw for sah, 
NIB and IIB s oe 

Needle Bar Connecting link Hinge Serev 

Feed Cam Set Serew for 95805 bite 

Arm Shaft (upright) Cam Pork Hinge Screw 

Presser Bar Pendulum Bracket Hinge Stil 
Clamping Screw Aa tt 

Presser Bar Lifting Cam Lever Roller anel 
Stud Lock Nut for 95948 ee 

Tension Spring Regulating “Phumb Nut for 
SOT 


Vance. Veage 
Presser Bar Pendulum Bracket keed Lever 


Stud Yoke Nut nae ot 
Presser Bra Liffing Canny Leve: Adpiutsting 


Serew Lock Nut for 95948 
Feed Lever Roller for 05866 ; : 
Face Plate Thread Nipper Ro'ler for 95863... 
Presser Bar Lifting Camo Lever Roller and 
Stud for G5948 
Arm Spool Pin 
Vension Dise for 95914 pas ; 
Machine Base Hinge Connection Elinee Pin 
for 95972 
Arm Dowel Pin... 


‘Tension Spring for 95914... 


No. 
R294 
8300 

1054 


DABT 


825TH 
3H569 
80036 
82402 


SH 105 
QT S22 


QyS2t 
GTS 10 
OTS68 
QTS7o 
QTS8] 
Q585t 


Qaxt 
QASS | 


QASSS 


Q58be? 
DHSH3 
NSSHS 
OSSH6 
OS867 
YSSh9 
YVOSTO 
Q5S871 
QA872 
GIST 


QS877 


YSS86 
DARI 
N55 


95896 
95913 


Snr mA ERAN br JAS oe a Rn Ae ba 


NUMERICAL LIST OF PARTS. 20 
Plate 
1443 Machine Base Tiuge Connection for O72 
1437 Arm Side Cover ... ae 
1442 Feed Regulator Spring Washer 
355 Screw Driver (Accessories) 
44 Viiread Vake-up Spring 
ttt Thread Vakeup Spring Regulator... 
B54 Clot as. was — (Aceessortes) 
Pegg Looper Colima Vhread Gutde Pin for 95969 
1443 Face Plate Vhread) Nipper Bracket Screw 
Washer 
1355 ‘Tweezers sy (Accessories) 
1139 Looper Columm Ttinged Needde Plate tinge 
Pin for 95970 i 
1139 Looper Frame Vin a . ro} 
1139 Needle Plate Latch with 2s6d _O 
143g Seam Guide Tinge Serew Spring Washer 
Tet Thread Take down . oO 
: ae : fod) 
Tt Vhread Pake-down Stop Vin Zz 
\riy so ot 
1437 Army Shalt (horizontal) ar 
HI3s Arm Shatt) (honzontaly Bush Chronty E 5 
PASS Arm Shatt) (horizontal) Gear with twey 1240e 
{13s Arm Shalt (apright) Gear with two b25i% 
L437 Vim shalt (apright) : = 
eet Arm Spool Pin Bushing ; C 
Arm Oi Virbe is eS ee 
Jalanee Wheel (2% diam.) with b16e sack 1285¢ 
hina Pace Plate Serew Stud : = Re 
ttt face Vhate Phread Napper Bracket with PR23 
1E3s8 food Cam with [875e (2) 
1h Veoed Lever with TSia Le 
hits Peed) Reoufator with GQag70 
Tit food Regulator Slide Block 
1139 fecd Reenlator Stud for GQa8o7 
1i39 Looper Spindle for 95968 O58 Sa 
as) ooper Spindle Cothir with SS tlie for 95u70 
1t390 cooper Spindte Bush for Y5970 aA 
1430 Looper Column Hinged Needle Plate for 95970 
1h Needle Bar Connecting Link with 7446 
EES Needie Bar Connecting Stud with 175e¢ 
144 Needle Bar Thread Nipper 
1439 Presser Bar Spring Guide Wire 
1439 Presser Bar Lifting Lever tlinge Pin’ for 
QSOS si 
Presser Bar Lifting Lever Slide Block 
tio Seam Guide 


1k eS OL NRA SS» NER i! ma UN ca Ne ARR Mei cere bee 


30 


No, 
9501 t 


95015 
N5O17 
*O5O19 


Q5920 


NANO 
95931 
95932 


95933 


9593-4 


95935 
*O5936 


91937 


95938 
Q5945 
95947 
O5O48 


N5950 


95951 


95960 


95903 


5964 


NOTE, 


95965 
*95 966 
95967 
95968 
95969 


Plate 


1439 
l441 


tl 


1438 
1438 
1438 
1437 


1437 
1437 


1439 
1448 
1437 


1439 
1442 


1442 
1442 
1442 
1443 
1442 


t442 
1443 


NUMERICAL LIST OF PARTS 


Tension, complete, Nos. (13c, 560d, 8238 anil 
two 2102 

Tension Thread Guide 

Thread ‘Take-down Spring aee 

Looper Thread Spool Holder Mate for 5937 

Looper Thread Spool Holder Plate Hinge tin 
for D964 ane : 

Arm Shaft (horizontal) Bush (rear) 

Arm Shaft (upright) Cam with 177 

Arm Shaft (upright) Cant Fork ee 

Balance Wheel (24" diam.) with Fe ane 
1285c¢ Sys ner a a 

Balance Wheel (34 diam.) with t6e and 
1285¢ 

Looper Pitman aed ; 

Looper ‘Thread Spool Pin for 95937 et 
Looper Thread Spool Holder, complete, Nos. 
95019 and 95936 for 95964 and O5072 
Presser Bar Pendulum Bracket Winge Stud 

Balance Wheel Handle (Wood) 

Face Plate es “an sae 

Feed Lifting Mechanism, complete, Nos, thor, 
1521e, 1700¢, 1830, 95895, 95959 and 95960 

Looper Frame for 95970 ines fe 

Looper Spindle Pinion with two 2336 for 
95970 : eid 

Looper Spindle Pinion Segment Gear = 

Looper Spindle Pinion Segment Gear Stud 

Presser Bar Bushing a 

Presser Bar Guide Bracket with SSvo2 

Presser Bar Lifting Cam Lever with P75e for 
Q5948 biese ai 

Presser Bar Lifting Lever for 95948 

Looper Thread) Spool Holder | Praine, fos 
machine without Base, for O5004 

Looper Thread) Spool Holder and Prame, 
complete, Nos. 95920, 959387, 95968) and 
two Wood Screws $” No. 7 


No. 96964 is supplied when machine is ardered less Pase 


1442 
1440 


1440 


No. 95972, and is charged extra. 


Necdle Bar Thread Nipper Spring ... 
Bed : 

Looper for 95968 E ai 
Looper 95967 with 95871 for 95970 
Looper Column with 80036 for 5970 


St An week 


+ eames 


New 
95970 


95971 


NANTZ 


HOGS 
Q5O74 
Q5NTH 
95976 


95077 


Q59078 
95979 
Y59RO 
Q598 1 


QAR? 
YQ5YRY 
GAQ85 
V5ORT 
Q5O88 
Q5OR9 
N5900 


95991 


95992 


het A i LR ALEGRE ROB Dee eS OPN CE SONA a7 ge ash AAD i VONEERNSD DENNARD RONEN Es 


NUMERICAL EIST OF PARTS, St 


Phate 


1442 
1440 
140 
Lia 


Hse 
11s 
1440 
1440 
[412 
1440 


140 
1440 


1878 


1878 


1442 


Looper Column, complete, Nos. TP '&e, 91822, 
VAS7T2, N5873, DASTT, GANSO, VH5H1, 95068 
and 9969 

Machine Base for O72 ae 

Machine Base, complete, Nos. SS535d, 95037, 
NST 1. two cach 8c, 2809 and 8204 

Needle Bar for 9977 

Needle Clamp with 5526 for 95977 

Needle Clamp Gib tor 95977 Be 

Needle Clamp Phread Guide for 95977 ‘ 

Needle Bar and Clamp, complete, Nos. 337d 


and 959738 to O5976 


Presser Bar 2 
Presser Bar Lifter aio) 
Presser Bar Pendulum Bracket Oo 

Presser Bar Pendilum Bracket Fert Lever 
Stud iP 

Presser Bar Pendulum Bracket Peed Lever 
Stud Yoke we 
Presser Bar Spring 7 wt 
Presser Foot (serrated teeth) £& 
oO 


Presser Bar Pendulum) Bracket 1 Lever 
Stud Yoke Nut Washer tig 
Presser Foot (angle cut teeth) for oie 
Presser Poot Side for 95991 5 ie 
Presser Foot Adjusting Screw lriclion Spring 
for 95991 sii Pra sey 
Presser loot (Adjustable), complete, Nos. 
NNife, SSHOTL, TI59f and 9598810 95990 
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